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OGC Has Reviewed 


OGC 73-0016 


MEMORANDUM FOR: 


SUBJECT: 


The facts of the accident of 1 September 1972 which 
occurred at Chesterbrook Shopping Center, McLean, Virginia, 
as described in the attached file, are such as to make the 
Government liable under the Federal Tort Claims Act. A 
claim in the amount of $349. 30 from Mrs. Elizabeth Scott 
Malone, 1821 Briar Ridge Court, McLean, Virginia 22101, 
is forwarded for your action. 
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3 January 1973 


Chief, Certification Branch, C&L 
Division, Office of Finance 
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